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THE  CHICAGO  TEMPLE,  Chicago.  This 
building,  located  at  Clark  and  Washington  Streets, 
is  twenty-one  stories  high,  surmounted  by  a  140 
foot  tower.  It  is  the  home  of  the  First  Methodist 
Church,  which  occupies  the  first  two  floors.  The 
upper  19  stories  are  used  for  offices.  This  is  a 
most  impressive  view  at  night  under  illumination. 
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